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ER 8-366! 


lit June 1956 


iffiMOSANDIW FOE: Director of Central Intelligence 


SUBJCT 


: Inspector General 1 b Survey of the 

Office of Centre! Reference 


1. This memoranda is foi 


r. Separate memoranda 


■frill be provided in due course for each of the recommendations in the 
Inspector General’s report which requires action by headquarters . 

2. The Inspector General report* that hie survey of the Office 
of Central Reference has shown that the Agency's central referenda 
system is being efficiently and effectively administered by OCU. 

This is, of course, very gratifying. 

3. Thirty-eight recommendatione for specific action have been 

made by the 10, and action has been taken or is being taken on most of 
them. Specific comment on each is given in the Attachment to this 
memorandum. i 1 


ROBERT AM0RX, 

Deputy Director/lntelligence 


60 #* 


> “Xi ' 
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